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TO: J K H. CASEY 


RE: 


INSTALLATION REQUESTS 


DEAR JOE: 


PLEASE HANDLE THE FOLLOWING INSTALLATIONS: 

> SHOP RITE SUPERMARKET, CLARK N. J.; INSTALL 2X3 UPM ON 10/2 

> FOODARAMA, ROUTE 1, EDISON: CONTACT STORE ON 10/1 FOR THE PURPOSE OF 

RAISING THE HEIGHT OF THE SPRINGFED UNIT 


THANK YOU. 

REGARDS, 

NICK 

G. N. KURUC, JR. 

GNK/FR 

M—2 

CC: D. L. BOMGARDNER 



PLEASE NOTE THE ABOVE INFORMATION. 
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